To:  Atkins,  Blake[Atkins. Blake@epa.gov] 

Cc:  Restivo,  Angela[Restivo.Angela@epa.gov] 

From:  Foster,  Nichole 

Sent:  Thur  8/13/2015  4:33:44  PM 

Subject:  WQ  Staff  Deployed  or  Referred  for  Deployment 


The  following  folks  have  been  referred  to  REOC  for  responding  to  the  GKM  incident. 


Name 

Status 

Requested 

Mark 

McCasland 

Farmington-Field 

Office 

Deployed  under  Water  Team 

Lisa  Pham 

Farmington-Field 

Office 

Deployed  under  RSC  general  request  for  community 
involvement 

Bill  Hurlbut 

Mobilized  for  8/17 
or  18 

Farmington-Field 

Office 

Deployed  under  RSC  general  request  for  community 
involvement 

Miguel 

Moreno 

Pending  213 
Processing 

Pending  Deployment  under  RSC  general  request  for 
community  involvement 

Mike  Overbay 

Pending  Unk-213 
Status 

Pending  Deployment  under  RSC  general  request  for 
community  involvement 

Barbara 

Keeler 

Pending  Unk-213 
Status 

Pending  Deployment  under  RSC  general  request  for 
community  involvement 

Suzanna  Perez 

Pending  submission  to 
RSC 

Available  for 
Deployment  after  Sept 
1 

RSC  general  request  for  community  involvement 

Nichole 


Nichole  M.  Foster 
Environmental  Engineer 
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